WP-106 

THE  MEMORIAL  CHAPEL  -  Interior  view  show- 
ing Chancel  and  Altar.  The  Methodist  Assembly 
Grounds,    Lake   Junaluska,    North  Carolina. 

Natural  Color  Photo  by  Jack  W.  Bowers 
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